BILL NO. S-70-10- */ 


SPECIAL ORDINANCE NO . S 

AN ORDINANCE approving a contract with EARTH 
CONSTRUCTION & ENGINEERING , INC. for Sewer 245, 
known as Florida Drive Storm Relocation. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA; 

SECTION 1. The contract approved September 28, 1970, 
between the City of Fort Wayne , by and through its Mayor and the 
Board of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC., 
for the construction of Sewer 245, known as Florida Drive Storm 
Relocation, as follows; 

BRANCH SEWER ; Beginning at a proposed manhole 
over a 36-inch storm line lying 13± l.f. South 
and. 34± l.f. East of the centerline intersection 
of State Boulevard and Florida Drive; thence 
40 0± l.f. due North,-' 7 feet West and parallel to 
the East right of way line of Florida Drive to a 
proposed manhole; thence Northwesterly 80± l.f., 

terminating at an existing catch basin. 

- 

Said sewer shall be 18 inches in diameter. , 

I! 

for a total cost of $11,770.00, all as more particularly set 
forth in said contract, which is on file in the office of the 
Board of Public Works, and is by reference incorporated herein 
and made a part hereof, is hereby in all things ratified, con- 
firmed and approved. 



Read the first time in full and on motion by /jUi >-^4 »a~— seconded by 

J L-d and duly adopted, read the second time by title and referred 

to the (Committee on) A'c — ( “and- t o—t fon C i-fcy— -Pi-an 

-Commi^^i-on— f-or--reeommend-ati on) — (-and- PubH rc~~ Hearing to be he-l-d- after due legal notice , 


the— 


■id- GhamBersT~Citv Hail, Fort WayheT~tnditmar. r ---on 

day— of 196' 


“at- 


o 1 clock 



Adams _____ _ 

Dunifon ^ __ 

Fay ^ _ 

Geake ^ _ 

Nucko 1 s 

Robinson \y' _ 

Rousseau i/ __ 

Steigerwald (S _ 

Tipton __ 

Date / a - au 7 - 7 o 




City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
XZoning--MapW Gene ra 1 ) -(-AnnexafeL© n ) ( S pe c i a 1 ) (^pp-r op riatioa ) Ordinance XRe-solri-tion-) ho . -X K S?^/~/0 


on the p^i^tl^ ^ . day of , 

X'fS&sT' 

(SEAL) 


i$b 2 




g K|MBy »a» * ■ 

bed Bwffie^to the Mayor of the City of Fort Wayne, Indiana, on the >l </ day 


_, 19/ i 7 t> at the hour of 3 6 


o' clock FhM . ■ J&.83T. 


City Clerk 


Approved and signed by me this ggg; day of 

at the hour of Cj > X ~h_ o'clock A °M. ,E.S .T, 


L9^_£j 





Mayor 


jik 




Bill No 


S-70-10-11 


* 


«* 


REPORT OF THE COMMITTER ON PUBLIC WORKS 

We s your Committee on Public Works to whom was referred an Ordinance 

approving a contract with. EARTH CONSTRUCTION & ENGINEERING, INC, for Sewer 245? 

known as Florida Drive Storm Relocation, 


► 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

JOHN NUCKOLS, Chairman 


CELIA ANN FAY, Vice-Chairman 


THOMAS G. ADAMS 


JACK K. DUNIFON 


EDWIN J. ROUSSEAU 





FUAD G. BONAHOCM, CITY 


CLERK 


